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TOPIC 

Can I run my Apple lie from a dc power supply, bypassing the Apple power 
supply? 

DISCUSSION 

To power the Apple lie with a source of direct current, you must: 

1. Use a 7 pin DIN connector. 

2. Check the DC power source for the proper voltage level, +9 to +20 volts 
DC. 

3. Use wire rated for 1.2 amps (regular lamp cord is fine) to: 

a. Connect the positive terminal lead of the power source to pins 5 and 6 

b. Connect the negative terminal lead of the power source to pins 2, 3, 
and 4. Pins 2 and 3 are signal ground; pin 4 is chassis ground. 

Please refer to the Apple lie Reference Manual for more information on "The 
External Power Connector". 
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